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GLOBAL VENDING 


TECHNICAL INFORMATION 


Machine 
Type 

Zeta 

Model 

All 

T.I. Number: 05020401 UKSD 
Date: February 2005 

Part numbers 

N/a 

Approved 
By Italy 


Subject 

RS 232 switch setting 

ISSUED FOR CUSTOMER 

ACTION 


INFORMATION 

X 


If tine operator accidentally operates the switch next to the RS 232 port this then it puts the machine into a none 
operating mode, which means an engineer is called, this switch is of no use generally and could be 
disconnected or shorted together to stop the issue occurring. I need to issue a T.I which shows the switch and 
explains what to do, tests will be required first. 
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